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Nothing in this section shall restrict the right of the Commission
to make refunds to purchasers of crowns or lids in case of disaster
as prescribed by regulation of the Commission."
SECTION 2. Time effective.-This act shall take effect on July 1,
1964.
Approved the 24th day of April, 1964.
(R1292, H1959)            No. 1047
An Act To Amend Sections 51-2.1, 51-2.2, 51-2.3 And 51-2.4
Of The Code Of Laws Of South Carolina, 1962, Providing For
The Operation Of State Parks, So As To Further Provide For
Their Operation Upon Certain Conditions, The Uses Which May
Be Made Of Them By The Public, And Providing Punishment
For Violations, And To Stipulate That Edisto Beach State Park
Shall Remain Closed, And To Provide For Santee Park.
Be it enacted by the General Assembly of the State of South Carolina:
SECTION 1. Section 51-2.1 through 51-2.4 amended-operation
of State Parks-penalties-exceptions for Edisto Beach and San-
tee State Parks.-Sections 51-2.1, 51-2.2, 51-2.3 and 51-2.4 of the
Code of 1962 are amended by striking out all of the sections and in-
serting in lieu thereof the following which shall be Sections 51-2.1,
51-2.2, 51-2.3 and 51-2.4:
"Section 51-2.1. The State Commission of Forestry may control,
supervise, maintain and, wherever practicable, improve all parks
belonging to the State, for general recreational, educational and
forestry purposes, provided, however, that swimming and rental or
use of park cabins shall not be allowed.
"Section 51-2.2. The Commission shall operate the parks with-
out facilities or publicly conducted activities, exclusive of camping
facilities, and all publicly owned buildings and structures within the
parks shall be closed to entry by the general public. Provided, how-
ever, that organized groups may use the pavilions, picnic areas, and
meeting places within the parks, upon filing with the Park Superin-
tendent of the park involved an application to be allowed to use the
particular park facilities at least forty-eight hours in advance of the
proposed use, and securing permission for such use from the Superin-


